RCR-V3 Li-Ion Rechargeable Battery /Kit 



Digit a f Camera 

Rechargeable Battery 
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CAUTION 



Nikon: CoolPix 3100, 2100, 3200 

Minolta: F300, E223, E323, F100 

Kodak: CX6330, CX6230, CX6200, CX4300, CX4230, 

CX4200, DX6440, DX6340, DX4530, DX4330 

Olympus: E-20N, E-100RS, E-10, D565, D560, D550, 

D520, D510, D-490, D-460, D-40, D-390, D-380, D-370, D- 

230, D-150, D-100, C-750, C-740, C-730,C-720, C-700, C- 

5050, C-4040, C-4000, C-3040, C-3030, C-3020, C-3000, 

C-211, C-2100, C-21, C-2040 

Pentax Optio: 33LF, 33WR, S40, 30 

Samsung: V50, V5, V40, D30 


Can your camera (or device) use the RCR-V3 battery? It can if it is 
designed to use both AA and CR-V3 type batteries. It needs to take 
two or four AA type batteries, with the batteries paired with the 
positive end in one direction and the negative in the other. The 
battery compartment must be shaped as shown below. 


YES 

POSSIBLY 

NO 


CI 

oo 

OR 

(- ♦) 

CD 

CO 


1 

RCR-V3 

CR-V3 

MMHAAx2 

Alkaline AAx 2 

Life cycle 

600-800 
times 

1 time 

300-500 times 

1 time 

Charge time 

150 min. 

n/a 

120-240 min. 

n/a 

Weight 

39g 

38g 

55g 

49g 

Power left after 
28 days 

90% 

n/a 

65% 

n/a 

Photos per charge 

420 

650 

250 

50 


Release: 03/09/04 Rev. 1.1 

Features 

Delkin's RCR-V3 is a rechargeable Lithium Ion version 
of the disposable CR-V3 battery. The RCR-V3 Kit 
comes complete with charger and battery and will work 
with 3-volt cameras that accept a single disposable CR- 
N/3 battery or two AA size batteries. 6-volt cameras or 
cameras that require four AA size batteries, require an 
additional RCR-V3 battery. 

Specifications 

Cell Type: Li-Ion 
mAh: 1200 
Volts: 3 

AC Input Voltage: Auto-Sensing/Switching 
100V-240V, 50Hz~60Hz 

Charge/Discharge Cycles: 600 ~ 800 

Weight: 

o RCR-V3: 39 grams 

o CR-V3: 38 grams 

Shots per Charge: host dependent 
(estimated 420 shots) 

Environment: 25-30 Celsius(C) room 
temperature 

Compatible Part#: RCR-V3, CR-V3, LB-01, 
DLCR-V3 

Replaces disposable CR-V3 Lithium batteries. 

High performance Li-ion technology with no 
memory effect. 

Protection circuits to ensure safe operation. 

Offers more shots than any AA Ni-MH 
batteries. 

Retains 90% of its charge after 28 days sitting 
idle. 

Faster flash recharge time than Alkaline or Ni- 
MH batteries. 


One Year Warranty 


□ 


*n DELKIM 
MM DEVICES 


www.delkin.com 


13350 Kirkham Way 
Poway, Ca 92064-7117 
www.delkin.com 


Phone: (858) 391-1234 
Toll Free: (800) 637-8087 
Fax: (858) 391-1417 


©2004 Copyright Delkin Devices, Inc. All rights reserved. Delkin Devices, The Delkin Devices logo and eFlim logo are trademarks of Delkin Devices, Inc. All other trademarks are the property of their respective owners. 


